DIRECTIONS TO STATE POLICE HEADQUARTERS 


470 Worcester Road, Framingham, MA 01702 
Main Number: (508) 820-2300 


DIRECTIONS TO STATE POLICE HEADQUARTERS 
FROM BOSTON: 

Take the Mass Pike West to Exit 12 (Framingham). Go through the toll 
booth and bear right onto Route 9 East. Follow 9 East approximately four 
miles until you see Herb Connolly Chevrolet on your right. The State Police 
General Headquarters building is located on the right just after Herb 
Connolly. The General Headquarters building is located at the end of the 
driveway. Parking is available to the left of the building. Enter the building 
through the front door (main entrance). 

FROM SOUTH: 

From 1-95 North take the Mass Pike West. Take the Mass Pike West to Exit 
12 (Framingham). Follow the directions above from Boston. 

FROM NORTH: 

Follow 1-93 South or 1-95 South (Rt. 128) to the Mass Pike West. Follow 
the directions above from Boston. 

FROM 495 NORTH AND SOUTH: 

Take Mass Pike East to Exit 12 (Framingham). Follow the directions above 
from Boston. 

FROM WEST: 

Take Mass Pike East to Exit 12 (Framingham). Follow the directions above 
from Boston. 


Farak email PRR 000389 



